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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 159442 

64 

ORIGIN COME-OO 

INFO OCT-01 NEA-09 ISO-OO EB-05 RSC-01 /016R 
66612 

DRAFTED BY :COM/OED/MEPD: JPHILBRICK 
APPROVED B Y:EB/CB A/OCA/REP:GPWILSON 
COM/LED/MEPD:JMSANDS, DIR. COM/OIM:PKILLOUGH (PHONE) 
STATE/NEA/ARN:GSTRONG (PHONE) 

094987 

R231953Z JUL 74 
FM SECSTATE WASHDC 
TO USINT BAGHDAD 

UNCLAS STATE 159442 

E.O. 11652: N/A 
TAGS: BEXP.IZ 

SUBJECT: MAJOR PROJECT: INQUIRY ON NEW HOSPITALS 
REF: BAGHDAD 210 

1. CONTENTS OF REFTEL WIDELY DISSEMINATED US INDUSTRY 
SEVERAL MONTHS AGO. AMONG EXPRESSIONS OF INTEREST WAS 
THAT OF SYSKA AND HENNESSY INC. ENGINEERS IN NEW YORK. 

MR. LOWRIE MAY RECALL THAT DURING HIS CONSULTATIONS IN 
COMMERCE HE WAS ASKED HOW THIS FIRM COULD FOLLOW UP ON 
THE NOTICE THAT TWENTY ONE NEW HOSPITALS WERE PLANNED. 

2. SYSKA AND HENNESSY WROTE IZZAT MUSTAFA. MINISTER OF 
HEALTH ON MAY 31 PROVIDING BACKGROUND ON THE FIRM AND 
INQUIRING HOW TO PROCEED IN INVESTIGATING POTENTIAL FOR 
THEIR PARTICIPATION IN THESE PROJECTS. A COPY OF THIS 
LETTER WAS SENT TO U.S. INTEREST SECTION. NO REPLY TO 
THAT LETTER HAS BEEN RECEIVED. 

3. SYSKA AND HENNESSY WOULD APPRECIATE POST'S FOLLOW UP 
TO ELICIT SOME RESPONSE TO FIRM'S INQUIRY. KISSINGER 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 23 JUL 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 59442 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COM/OED/MEPD:JPHILBRICK 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 99-0730 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740724/aaaaaupf.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: BAGHDAD 210 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 24 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 JUN 2002 by thomasv0>; APPROVED <23 JAN 2003 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: INQUIRY ON NEW HOSPITALS 
TAGS: BEXP, IZ 
To: BAGHDAD 
Type: TE 
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